[LIVESTREAM]Miami vs Bethune Cookman Live 
Free Broadcast 14th septiembre 2023 


How to Watch Bethune-Cookman at Miami: Stream College Football Live, TV Channel 


Hard Rock Stadium is set to host the exciting mid-week matchup between home side Miami 
and visiting program Bethune-Cookman in college football regular season action. The 
Hurricanes are coming off of a well-earned 48-33 win over Texas A&M on Saturday at Hard 
Rock Stadium, a rival that the team had lost to a year ago in College Station. UM's starting 
quarterback Tyler Van Dyke saw his receivers catch an impressive 21 of his 30 throws along 
with scoring five touchdowns in the win at home, while the Canes’ defense forced three 
turnovers, consistently pressuring the Aggies' offense throughout the day. The upcoming 
game against Bethune-Cookman will cap a three-game season-opening homestand at Hard 
Rock Stadium for the University of Miami. The Hurricanes have won their last six previous 


matchups against Thursday's rival. 


How to Watch Bethune-Cookman at Miami Today: 


Game Date: Sept. 14, 2023 


Game Time: 7:30 p.m. ET 


TV: ACC Network (G) 


Live stream Bethune-Cookman at Miami on Fubo: Start your free trial today! 


Bethune-Cookman is coming off a 31-6 thrashing of Savannah State on Saturday, where 
quarterback Luke Sprague completed 23 of 29 passes while throwing for 223 yards and two 


touchdowns. The Wildcats also held Savannah State to just 80 rushing yards on the night. 


The victory followed B-CU's season-opening defeat to Memphis on Sep. 2, 56-14. The Wildcats 
put up a total of 91 yards, 52 on the ground and a paltry 39 through the air in the heavy loss. 


Regional restrictions may apply. 


WATCH LI 


